To:  Christoph  Goss[christoph. goss@deereault.com];  Way,  Steven[way. steven@epa.gov] 

Cc:  Karl  Fritz[kari. fritz@deereault.com] 

From:  Matt  Francis 

Sent:  Fri  7/4/2014  3:35:57  AM 

Subject:  RE:  Upper  Gold  King  Support  Guidelines 

Got  it.  Thanks 


Sent  via  the  Samsung  Galaxy  Note®  3,  an  AT&T  4G  LTE  smartphone 


Original  message 

From:  Christoph  Goss 
Date:07/03/2014  7:44  PM  (GMT-07:00) 

To:  "Way,  Steven"  ,Matt  Francis 
Cc:  Karl  Fritz 

Subject:  Upper  Gold  King  Support  Guidelines 
Hi  Steve  and  Matt 

Here  are  the  support  guidelines  for  the  Upper  Gold  King  temporary  access.  I will  be  back  in  the  country 
July  20  and  will  be  happy  to  discuss  the  report  then.  If  you  have  questions  on  the  steel  sets,  calculations, 
and  assumptions,  please  contact  our  structural  engineer,  Karl  Fritz,  who  is  copied  on  this  message. 

Please  confirm  that  you  received  this. 

Happy  Independence  Day! 

Christoph 


Christoph  Goss,  PhD,  PE 
Civil  Engineer,  Principal 
Deere  & Ault  Consultants  Inc. 

600  S.  Airport  Rd.  Bldg  A Suite  205 

Longmont,  CO  80503 

USA 

Tel:  303.651.1468 
Fax:  303.651.1469 
Mobile:  720.560.1458 

Christoph.  goss@deereault.com<mailto:Christoph.goss@deereault.com> 
www. deereault.com<http://www. deereault.com/> 
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